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DIMENSIONS OF MOUNTING ACCESSORIES OF POT CORES 
FOR PRINTED CIRCUIT BOARD MOUNTINGS 

PART 2 POT CORES OF SIZE 26 X 16 mm 
Section 2 Type 2 



1. Scope — Covers dimensions of mounting accessories of Type 2 for pot core of size 26 X 16 mm 
for printed circuit board mountings. 

2. Dimensions 

2.1 Mounting damp — The dimensions of mounting clamp shall be according to Fig. 1. 
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Material — 0*5 mm Nickel Silver Spring Steel 

GenTol = ±0-1 

All dimensions in millimetres. 

FIG. 1 MOUNTING CLAMP 
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2.2 Mounting P/afe — The dimensions of mounting plate shall be according to Fig. 2. 
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SECTION ee 



Opposite sides of the octagon have same dimensions. Position of slots for accommodating 
Parts 2 and 3 is symmetrical with respect to the opposite sides 

Sheet Metal { 0-5 mm thick ) 

Note 1 — Parts 1, 2 and 3 are moulded integral with the polycarbonate GV-coxing. 

Note 2 Part to be mounted on the mould in proper position and to be mounted in situ. 

All dimensions in millimetres. 
FIG. 2 MOUNTING PLATE 



EXPLANATORY NOTE 

Various types of mounting accessories are in vogue depending upon the application but two 
s are most common for each size of pot core. The two types, namely. Type 1 and Type 2 for pot 
core of size 26 X 16 mm are covered in Section 1 and Section 2 respectively. Similarly, other parts 
of the series cover two types, namely. Type 1 and Type 2 of other size of pot core m two sections. 
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